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CHIEF KENAHAN: Today's date is 


December 12th, 2001, and the time is 1:45 


pem. This is Battalion Chief Dennis Kenahan 


from the Safety Battalion of the Fire 


Department of the City of New York. I'm 


conducting an interview with Lieutenant 


JAMES CASEY from Engine 91, in the quarters 


of Engine 91. 


QO. Lieutenant, just state the facts as 


remember them on September 11th. 


A. We responded when the plane hit the 


south tower, which would be Two World Trade. 


you 


They just told us to respond and they would send 


us a ticket later. 


We responded on West Street. We parked 


World Financial Center, number Two World 
Financial Center. 
While there, it was called over the 


command center that there was a civilian 


mployee, an engineer from Two World Trade 


Center. He said he knew how we could control 


that. We responded to the command post at the 


the rigs I guess you would call it north of the 


north pedestrian bridge. We were just north of 


the 
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valves to increase the water pressure in the 


building. 


So we were ordered to go over there. 


However, we did not have forcible-entry tools. I 
sent my chauffeur back to the rig to obtain the 


forcible-entry tools and, while waiting, Two 


World Trade Center collapsed. 


We ran into the garage that is located 


at Two World Financial Center. I later on found 


out that two of my men ran out the rear, and I 


and another one of my men responded to the front 
of the building. General chaos ensued. 


Me and that one member went back 


looking for the chauffeur, to the rig, could not 


find him, and I ordered -- that member was a 


qualified chauffeur, to move the rig out of 
harm's way, I guess. 

We moved the rig out of the way, and 
then I went back looking for my chauffeur and the 
second one came down. So I got caught in the 
smoke from that one. I went back out again I 
guess up to Murray. 

QO. Where were you when the second tower 


collapsed? 


A. I was 


Q. On We 
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st Street? 


A. -- on West Street, making my way back, 


looking for my 


After 


chauffeur. 


the collapse, I got back into the 


clear, and I found the two missing members. Then 


I went back in again and found my chauffeur, who 


was being treated by EMS. He was taken to the 


hospital. 
Then 


again, and we t 


the whole company got together 


ried to go back in but that was 


it. We were told to go off to the side and rest. 


That was it for 


QO. Prior 


the day. 


to the collapse did you hear any 


maydays or anything like that? 


A. I'm trying to think. I know there were 


maydays all over the place that day. I can't say 


for sure. 


Q. No particular company or anything 


sticks out in your mind? 


A. No. 


coming all over 


the jumpers, that was basically it. 


QO. Okay. 


There were maydays that were 


all the time. Between that and 
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CHIEF KENAHAN: The time now is 1:49, 


and this concludes the interview. 


